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Request Wr. 60-19 
Date: 28. Aug 1959 


SUBJECT: Request for Repair (Contract mr. 205) 


= — 


FOIAb3b1 
Request the Seman Ga teisteel Ricoeathin quai aaee 
slippage. items to check out for use in the field for the 


Thess 
reason a@ stated by each serial number. It is further requested that 
& full report be furnished as to results of the inspection. - 


RA 


Le POH0066 
Ser lrg. i 
3722 
Excessive Suit Yent Leak 
fe 3750 
Suit Vent Leak 
3137 
Suit Pressure Too low at all altituie 
L. 1632. 
Excessive Suit vent leak on press to test 


2 
Excessive Suit vent leak on press to test 


ae 
Tow mask and suit ratio at 50 ant 60 M FOIAb3b1 
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